Servpro Disinfecting 
ServprOXIDE - EPA # 82972-1-93012 
Confidential Preferred Pricing 


Extreme Response Team (ERT) | Elite Designation 

Regional Disaster Response Team | California, Nevada, Arizona (DRT) 
17835 Ventura Blvd #108, Encino, CA 91316 

Office: (8 18)995-6444 Email: info@servprowestcoast.com 





Size / Sq Foot Level1  Level2  Level3 
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$500 mobilization fee ($1,000 if less than 10,000 square feet) 
All After Hours Services will have a 15% surcharge 





SERVICE LEVEL DESCRIPTION 


Electrostatic Fogging Application with Hospital Grade Servpro Oxide EPA Approved 


Level 2 Electrostatic Fogging Application with Hospital Grade Servpro Oxide EPA Approved and 
Damp Wipe high contact touch surfaces. 


Electrostatic Fogging Application with Hospital Grade Servpro Oxide EPA Approved and 
Level3 |Damp Wipe high contact touch surfaces. 3 Stage Decontamination Chamber. Full Bio- 
Hazzard PPE (Personal Protection Equipment). 
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